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1 , la tbs event of esr or mobilization of the nation* c ssrv* 
power and production facilities, it is highly probable that inter- 
service ami iater-departnentEl technical liaison in edHEmnicationc- 
dee trollies natters will beccrss increasingly important to avoid 
duplica tion of effort and to insure that electronic devoXopsaents 

of all agencies are utilised. 

2 . The continued effective operation of tany phases of the 
activities of the Central Intelligence Agency require co.r 3 ra,mica— 

1 1nni>:»«lmrtmn1rr g y e teae and equipissnt, A large percentage of 
t.h-t f. eqpjjpoejit is procured directly iron the appropriate jaHita.ry 
service and represents a drain on their stock levels. The bal— 
aiK^c io produced solely for this Agency and in samiy instances is 
specifically designed by o' or cc aa tti n ioationc engineers to be co»- 
p&title with solitary caasanicatioa systems during Joint or amp* 
porting operations. 

$, In a edition to the equipment requirements referred to in 
the foregoing paragraph, ty the nature •:£ its responsibilities it 
would appear rest desirable tb&t thxs Agency nave represents. tio , i 
or at loaot a technical observer, on tho .strategic C o/wmi caticna 
f lea s (j/sp), tfao Frequency Allocation Panel {3/Vk), and the 'Secur- 
ity & Cryptogra phic fund ( J/fC) of the Joint uossauaioatio^jc* 
Kieetreaicis Organisation. 

I 4 . Accordingly, It is rcq-iestod that tnis Agency » o -iffo*. -jod 
official representation in a suitable vmxrmr on appropriate working 
gKKi® of the Joint ®osnu^^ Coaalttce of the 

Joint Chiefs of Staff. 


LH ttourfo* 

ILLEGIB 


R. H. imXEJIKOETTER 

Rear Mciral, CS$ 

Director of Central Intelligence & j 


fl* 


EsLTS/poh (21 Jul $0) 

Copies to: J 

General Counsel' Chief, 

Apursmpd For Release 2002/0 Ifl&ieCJ 

Chief, SSS 


25X1A 


Chief, COAPS 



008480001002100^7^ 




